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Monitoring Weill ID 
ROHM AND HAAS CHEMICALS LLC 


PHILADELPHIA PLANT 


TW-35SR was abandoned in 2022; 2021 Total Volatile Organic Compounds result shown. PHILADELPHIA, PENNSYLVANIA 
TW-33S was abandoned in 2022; 2021 Total Volatile Organic Compounds result shown. GROUNDWATER MANAGEMENT SYSTEM 
OFF-16 was not sampled in 2022; 2012 Total Volatile Organic Compounds result shown. PERFORMANCE MONITORING 


OFF-17 was not sampled in 2022; 2019 Total Volatile Organic Compound result shown. 
TOTAL VOCs COMPARISON 


Interceptor wells IW-105 and IW-106 were removed from service in 2004. 
Analytical samples are collected from adjacent monitoring wells MW-6 and TW-26S, respectively, as replacements. 1994 AND 2022 
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